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Message Text 


UNCLASSIFIED POSS DUPE 

PAGE 01 STATE 025570 

16 

ORIGIN EPA-04 

INFO OCT-01 EUR- 1 2 ISO-OO ACDA-10 CEQ-01 CIAE-00 DOTE-OO 
HEW-06 HUD-02 INR-07 INT-05 L-02 NSAE-00 NSC-05 

NSF-02 OIC-02 PA-02 PM-03 PRS-01 RSC-01 SAJ-01 OES-05 

SP-02 SS-15 TRSE-00 USIA-15 DEAE-00 /104 R 

66615 

DRAFTED BY EPA/(CCMS): AEPALEOLOGOS 
APPROVED BY EUR/RPM: DTELLEEN 
EPA/(CCMS): FAHARRIS 
HEW:LVOGEL 
EUR/RPM: ESCAMPBELL 

027076 

R042216Z FEB 75 
FM SECSTATE WASHDC 
TO USMISSION NATO 
INFO ALL NATO CAPITALS 

UNCLAS STATE 025570 

TAGS: CCMS/SENV 

SUB J : CCMS - QUARTERLY REPORT ADVANCED HEALTH CARE PILOT 
STUDY, JANUARY 1975 

MISSION PLEASE PASS TO DR. SPIELMAN 

REF: NATO 198 

1. THE FOLLOWING IS THE QUARTERLY REPORT ON THE CCMS 
ADVANCED HEALTH CARE PILOT STUDY: 

BEGIN REPORT 

PILOT COUNTRY: UNITED STATES 

LEAD COUNTRIES: CANADA, FEDERAL REPUBLIC OF GERMANY, 

UNCLASSIFIED 

UNCLASSIFIED 
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ITALY, UNITED KINGDOM, AND PORTUGAL. 
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THE ADVANCED HEALTH CARE PILOT STUDY IS COMPRISED OF 
FOUR PROBLEM-ORIENTED SUBPROJECTS. THESE PROJECTS ARE 
CONCERNED WITH: ORGANIZED AMBULATORY HEALTH SERVICES, AU- 
TOMATION OF CLINICAL LABORATORIES, SYSTEMATIC ASSESSMENT 
OF HEALTH SERVICES, AND EMERGENCY MEDICAL SERVICES. 

IN OCTOBER 1974, THE FEDERAL REPUBLIC OF GERMANY CIRCULATED 
A DRAFT OF THE FINAL REPORT ON THE ORGANIZED AMBULATORY 
HEALTH SERVICES PROJECT FOR COMMENTS BY THE PARTICIPATING 
COUNTRIES. THE FINAL REPORTS ON THE AUTOMATION OF CLINICAL 
LABORATORIES AND SYSTEMATIC ASSESSMENT OF HEALTH SERVICES 
PROJECTS ARE BEING DRAFTED NOW AND WILL BE CIRCULATED 
BEFORE THE APRIL 1975 PLENARY. 

AN EXPERTS-LEVEL EMERGENCY MEDICAL SERVICES CONFERENCE 
WILL BE HELD IN MUNICH, GERMANY, FROM MAY 20-24, 1975. THIS IS IN 
FOLLOW-UP TO THE EMS CONFERENCE HELD IN ROME IN APRIL 1974. 

SUBJECTS TO BE COVERED AT THE MUNICH MEETING INCLUDE: 

TRAINING, PLANNING AND EVALUATION, COMMUNICATIONS, TRANSPORTATION, 
AND HOSPITAL LINKAGES. THE FINAL REPORT FOR THE EMS PROJECT 
WILL BE DRAFTED FOLLOWING THIS MEETING. 

END REPORT. 

KISSINGER 


UNCLASSIFIED 
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